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WASHINGTON  CATHEDRAL 
Mount  Saint  Alban,  Washington,  D.  C. 

Wrought  iron  grille  with  gates  given  by  Mrs. 
Hugh  Campbell  Wallace  in  memory  of  her  father, 
the  Honorable  Melville  Weston  Fuller,  Chief 
Justice  of  the  United  States,  1888-1910. 

(I'hoto  by  R.  .1.  Bonde  &  Son) 


Worshipers  and  pilgnms  are  always  welcome  at 
the  Cathedral. 
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